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A ug uat 1947 to March. 19%8 

25X1X ^ a& Location! PRiiKQTO is located on the Banub© River which s 
at this point, is the nateml border line between Yugoslavia 
and Rumania^ 



25X1X 8c 


bv PRAHOTO has a Danube River harbor. a single track standard- 
gauge HR line leads from NEGOTIN to FKJfflOVO., From the HRAH0Y0 
rr station a spur track goes to the gasoline dump 0 Four 
gasoline tanks are built in the Danube River dam.- north of tbs 
dam are vineyards (see Annex lh- 


Then 


came to PRAITOYO 
already built into the 


the 
90-feet 


No .. 1 and 


No. 2 were _ _ 

vmm assigned to dig two additional gasoline tanks into the 
dam. The gasoline tanks „ designated Ifoc 1 and T JOo 3 on the 
sketch were filled with fuel (Yugos lav guard pereomj&l. filled 
several containers fro® these tanks f _ first. 


gasoline tank is located approximately 1„300 feet south 
PRAH0V0 RR station. 


be The 
26 feet high 


the 


fe» 3 and 4 

The excavation is 35 feet deep. Th© tank 
70 feet. In th© center of the tank is an iron 
conerst© pillar , 4 feet ia diameter,, supporting the sligitly 
vaulted iron concrete cover. The cover is 24 inches thick 
at the center and somewhat thinner towards th© rim. A three 
and a half feet earth layer is piled on this iron eosc-rete 
Gasoline tanks No. X and No. S allegedly havis th© 

Th© tanks are placed in a eonsret© jackec. The 


interspace between t 


h® tank wall 

and 

th® cones 
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Th© tasks are built into th© tea at touting ±nt®F< 
valss 


Biatano© 

Distant© 

Biata&ce 


from tank 
from ahk 
from tank 


i:© 6 1 to 
HOo S to 
?fo o 5 to 



160 f@©t 
860 j?©@fc 
160 f®ot Q 


Th® tanks ar© filled from Danube ft actors* Tte fuel is s?©* 
filled from the tanks into' HR tank ears* There is m 
road connection.) Th© pumping’ station is built into tn© 
damp between 'Sank "o* 8 and taiSc !?o. S, 


2 Annexes * 1. ) PRAHQPO Large Tank Installation 

2c } 
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